&® Audi A4 


No. 20/1 


Automatic Day/Night Interior Mirror 


= Automatic headlights assistent 
=> Coming-/leavinghome function 
From 2003 m. y. 


Main fuse 


@ on the Battery 


A97--0220 


12.2005 


&® Audi A4 


Wiring Diagram 


No. 20/1 


Connector station A-pillar 


@ behind side trim, left 


10 - 17-Pin Connector, orange (T17f) 
16 - 17-Pin Connector, red (T17a) 
17 - 17-Pin Connector, black (T17) 
Connector station A-pillar 


12.2005 


&® Audi A4 Wiring Diagram 


No. 20/1 


@ behind side trim, right 


15 - 17-Pin Connector, red (T17c) 
4-Pin Relay Carrier with threaded connection 


@ Instrument panel driver side 


9-Pin Relay Carrier with Vehicle Electrical System Control Module 


@ Instrument panel driver side, behind 3-Pin Relay Carrier 


12.2005 


&® Audi A4 Wiring Diagram No. 20/2 


Voltage Supply, Vehicle Electrical System Control Module 


T10b 10-Pin Connector, black, on vehicle Electrical System Control Module 


J519 Vehicle Electrical System Control Module 
) 123 23-Pin Connector, black, on vehicle Electrical System Control Module 


135 ) Ground connection -2-, in instrument panel wiring harness 


163 


t Threaded connection -2- (30), on the relay plate 
25 25 
ro 


TiobATi0b/10 J 519 


Cs }) 


T10b/74 723/20 


Plus connection (30), in instrument panel wiring harness 


Plus connection -3- (30), in instrument panel wiring harness 


0,5 
ro 


ws = white 
sw = black 
ro = red 
br = brown 
gn = green 
bl = blue 
gr = grey 
ii = Tilac 
1 2 3 4 5S 6 7 68 9 1 14 oe bao 
8757263 Spink 


12.2005 


&® Audi A4 No. 20/3 


Vehicle Electrical System Control Module, Light switch, 
Headlight Adjuster, Ambient Illumination Deactivation Switch 


Wiring Diagram 


—1 
£102 
E491 
J285, 
J519 
T32a 


Light switch 

Headlight Adjuster 

Ambient Illumination Deactivation Switch 

Control module with indicator unit ininstrument panel insert 
Vehicle Electrical System Control Module 

32-Pin Connector, green, on instrument panel insert 


T32b 32-Pin Connector, grey, on vehicle Electrical System Control 
Module 


Js19 
) © ) ) Ground connection -2-, in instrument panel wiring harness 
y732b y132b y132b y732b yT32b y 132 fae F 
2 | 26 | 125 7) Ground connection -1-, in wiring hamess interior 
Plus connection (58), in instrument panel wiring hamess 

0,35 0,35 05 0,35 0,22 0,35 0,35 
ge gr ro swhl bl bl ogr/bl 

Nisi0 Miz 7K Nerul szssd Plus connection (58d), in instrument panel wiring harness 


@1@Le-7. %_& de, 


[as 156 paTFL pt Plus connection (56), in instrument panel wiring harness 
035 0,35 0,35 05 
ir je ii J br 
285 Plus connection (58s), in instrument panel wiring harness 
| ii 
05 * with headlights adjustment only 
gribl 


0,22 0,22 0,22 0,22, 05, 0,22, 
ws swibl  swibl grol grige’ geisw 
My Najssa Naises Kisss Isic Lose 
CLL#e Fe BEN a 
t Zl ¥ 4 tf E102 
E491 1531 ws = white 
0,22 sw = black 
br ro red 
br brown 
gn green 
bl blue 
gr grey 
©) ii lilac 
15 16 17 18 19 20. «24 2 23 © «24 25 26 2 ge yellow 
or orange 
‘9757264 ts = pink 


12.2005 


&® Audi A4 


Wiring Diagram 


No. 20/4 


J519 


© 


4123/23 132b/3. 132b/5 4123/22 
J431 
7 
05 » 0,22, 10 0,224, 05 05 10 
gtige’ gelsw* geisw ge/sw** grisw griro geiws 
0,35, 10 0,35, 
arige geisw grige’ 
0.5 
griro 
T1718 T17a/16 IT17a/1 T1704 TA76/16 T1708, 

0,354 0.55 05 05 05 4 0.355 

arige” geisw ar/sw griro geiws' grige 

Nes Naiseb Mass Azer seb Nec 

® | vas @m: ) @Ma @ma1 vaa| ®© 

4431 710/31 1 331 y 10/31 431 ws 
sw 
ro 
br 
gn 
bl 
gr 
li 
29 ge 
S7-BT265 oe 
rs 


Vehicle Electrical System Control Module, Parking Lights, 
Low Beam Headlights 


5431 
J519 
M1 
M3 
M29 
M31 
T17a 
T17c 
123 


T32b 


V4 
v49 


176 ) 


Headlight Range Control Module 
Vehicle Electrical System Control Module 

Left Parking Light 

Right Parking Light 

Left Low Beam Headlight 

Right Low Beam Headlight 

17-Pin Connector, red, connector station A-pillar, left 

17-Pin Connector, red, connector station A-pillar, right 

23-Pin Connector, black, on vehicle Electrical System Control 
Module 

32-Pin Connector, grey, on vehicle Electrical System Control 
Module 

Left Headlight Beam Adjusting Motor 

Right Headlight Beam Adjusting Motor 


Ground connection, in right headlight wiring harness 


Ground connection, in left headlight wiring harness 


) Wire connection (8R), in instrument panel wiring hamess 


Wire connection (headlight Adjuster), in instrument panel wiring 
harness 


Connector (56b), in wiring harness interior 


with headlights adjustment only 
with automatic headlights adjustment only 


12.2005 


&® Audi A4 Wiring Diagram No. 20/5 


Vehicle Electrical System Control Module, Front Fog Lights, 
Tail Lights, License Plate Lights 


J519 Vehicle Electrical System Control Module 
L22 Left Front Fog Light 
L23 Right Front Fog Light 

M2 Right Tail Light 

M4 Left Tail Light 

M9 Left Brake Light 

M10 _ Right Brake Light 

T4k _4-Pin Connector, black, near front bumper 


Js19 T4l _4-Pin Connector, black, in rear lid 
) © ? 117 17-Pin Connector, black, connector station A-pillar, left 
723 23-Pin Connector, black, on vehicle Electrical System Control 
4723/21 4723/19 y132b/4 4123/12 723/10 4 1320/7 y132b/6 Module 
T32b 32-Pin Connector, grey, on vehicle Electrical System Control 
Module 
License Plate Light 
05 05 , ; . , _ ¢ a 
wean wal Sisw rohws rolew ore x Ground connection -1-, in rear wiring harness 
les Grourid oriniéctidn “22, in’wiring hairriese intettor 
0,35 
r Ground Connection (in bumper wiring harness) 
T4y3 « 
Connector (license plate light) in wiring harness interior 
for avant, see applicable avant rear wiring diagram 
T1716 T1715 
1,0 1,0 
ws/gn ws/bl 
brs as 
1,0 1,0 
ws/gn ws/bl e % ‘ 
Mh Mh 4/58L 6/54L 2I54R 4/58R 
@L2 ts &Ms ‘oe Mio bMe 
2 2 1/31 531 ws = white 
# . sw = black 
ro red 
br brown 
15 gn green 
e P br bl blue 
gr grey 
~@ |e ee 
43044 45 46 47 48 49 50 52 5354 56 ge yellow 
or orange 
757266 = pink 


12.2005 


&® Audi A4 Wiring Diagram No. 20/6 


Vehicle Electrical System Control Module, Door control module, 
Automatic Day/Night Interior Mirror, Light Recognition Sensor 


G399 Light Recognition Sensor 
J386 Door control module, driver side 
J387 Door control module, passenger side 
J519_ Vehicle Electrical System Control Module 
T10e 10-Pin Connector, black, on door control module, driver's door 
T10f 10-Pin Connector, black, on door control module, passenger door 
T17f 17-Pin Connector, orange, connector station A-pillar, left 
720 20-Pin Connector, black, door A-pillar, left 
( T20a 20-Pin Connector, black, door A-pillar, right 


T32b 32-Pin Connector, grey, on vehicle Electrical System Control Module 
L © Lisi ¢ ® (ses ¢ ® (user Front Interior Light 


T32b/30 T32b/19 1007 17088 W017 yTtovs Automatic Day/Night Interior Mirror 
0,35 0,35 0,35 0,35 
ii i a i Ground connection, on left A-pillar, lower part 
T2077 T2018 T2047 T20a/8 
022 0.22 022 « 0,22 022 x 0,22 5 Ground Connection (in roof wiring harness) 
(1 o) ‘Automatic Day/Night Interior Mirror Connection 1 (in instrument panel 
wiring harness) 
022 022% 022+ c) Automatic Day/Night Interior Mirror Connection 1 (in instrument panel 
swibl liws ii wiring harness) 
T1719 T1703 T1793 Brin brine with Automatic Day/Night Outside Mirror only 
0,22 0,22 
tihws * i * 
0,22 0,22 0, 
bifro brisw swibl 
Is LG Mh Aa As 
ve ® 
G399 Y7 12 ws = white 
sw = black 
ro red 
br brown 
gn green 
bl blue 
gr grey 
li lilac 
a a a nS 6 6970 ge: 1 yetow: 
or orange 
9757503] rs = ink 


12.2005 


